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Message Text 

CONFIDENTIAL 

PAGE 01 MANILA 14115 160318Z 
ACTION SY-05 

INFO OCT-01 EA-10 ISO-OO FBOE-OO A-01 /017 W 

103595 160606Z/21 

R 160306Z AUG 78 
FM AMEMBASSY MANILA 
TO AMEMBASSY BANGKOK 
INFO AMCONSUL HONG KONG 
AMEMBASSY KUALA LUMPUR 
SECSTATE WASHDC 0078 

CONFIDENTIAL MANILA 14115 

BANGKOK FOR TSO 

HONG KONG FOR RTC 

KUALA LUMPUR FOR RSO 

WASH FOR SY/OPS/T 

E.O.l 1652:GDS 
TAGS:ASEC 

SUBJECT:ACR MAINTENANCE 
REF: KL 8866 (NOTAL) 

1 . REFTEL REPORTED PROBLEMS WITH LIGHTING IN KUALA LUMPUR 
ACR AND PARENT ROOM, AND ULTIMATE NEED FOR REWIRUNG THE 
ROOM LIGHTING TO SEPERATE INTERNAL LIGHTING FROM EXTER- 
NAL HALLWAY LIGHTING AND REDUCE OVERLOAD OF PRESENT 
CIRCUITS AND SWITCHES. 

2. IN ORDER TO ESTABLISH PRIORITY AND DEFINE ULTIMATE 
SCOPE OF SUCH A PROJECT, REQUEST TSO BANGKOK FURNISH 
FOLLOWING INFORMATION: 

A. IS THE PARENT ROOM FOILED? 
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B. WHAT IS THE POSTUTILIZATION OF THE ACR- SELDOM, WEEKLY, 

ROUTINELY, ETC.? 

C. NUMBER AND TYPE (4 TUBE HANGING, 2 TUBE RESTING ON ACR, 

ETC.) OF FLORESCENT FIXTURES IN ROOM? 

D. IS PRESENT WIRING FOR LIGHTING, A/C AND ILG IN METAL 
CONDUIT? IS IT SURFACE RUN, CONCEITED IN WALLS AND CEILING 
OR A MIXTURE? 
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E. ASSUMING, TO REDUCE CIRCUIT OVERLOAD, A SEPERATE BRANCH 
WILT. HAVE TO BE RUN, IS A SPARE CIRCUIT AVAILABLE IN 

THAT AREAS DISTRIBUTION PANEL? 

F. IS EMT, BOXES, WIRING, ETC. AVAILABLE FOR THE PROJECT? 

ARE SKETCHES OF ENGINEERING PLAN AVAILABLE? 

3. REGARDING REQUEST FOR SEABEE- CE,AND BU IF NECESSARY, 
SHOULD BE AVAILABLE DURING AN OCTOBER/NOVEMBER TIME 
FRAME. 

4. IF THERE IS AN IMMEDIATE NEED FOR ACR LIGHTING, AND 
REPLACEMENT FIXTURES ARE NOT LOCALLY AVAILABLE FROM 
GSO, TSO TOKYO DOES HAVE SEVERAL SPARE TWO TUBE FIXTURES 
THAT WERE SUPPLIED WITH BUT NOT USED IN THEIR ACRS. 

THESE FIXTURES ARE THE TYPE THAT STAND ON THE CEILING 

OF THE ACR. USE OF THESE FIXTURES COULD BE A TEMPORARY 
FIX UNTIL REWIRING CAN BE SCHEDULED. MURPHY 


CONFIDENTIAL 
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